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DEPARTMENT OF THE ARMY 

UNITED STATES ARMY INTELLIGENCE AND SECURITY COMMAND 
ARLINGTON HALL STATION 
ARLINGTON, VIRGINIA 22212 

REPLY TO 
ATTENTION OF 


IACG 


3° JUN 1983 


MEMORANDUM FOR DEPUTY COMMANDER FOR INTELLIGENCE 
DEPUTY CHIEF OF STAFF, OPERATIONS 


SUBJECT: Delegation of Authority 


The authority for Project Approval and to approve Access Control for Center 
Lane Is hereby delegated to the Deputy Commander for Intelligence, INSC0M 
and the Deputy Chief of Staff, Operations. This authority may be further 
delegated to the ADCSOPS-HUMINT only. 


'll . — 3ir 

ALBERT N. STUBBLEBINE III 
Major General , USA 
Commanding 
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